Years

Expectation of life

Xew Zealand.   Australia.    U. K. &     Japan

Germany
..67              63              03              47

India

Country
India   ..
Australia
U.S.A.
U.K.  ..
Japan ..

Comparative Vital statistics for 1937
(Rate per 1000 of population)

Death rate.   Birthrate.    Infant mortality

22.4                34.5           162

9.4                17.0            38

11.2                17.0            54

12 4                14.9            58

17.0               80.6           106

1921-25
	1926-30
	1931-35.

78
	70
	65

60
	58
	51

52
	49
	47

122
	94
	76

74
	68
	59

182
	178
	171

Rate of infant mortality per thousand for three
quinquennia from 1921 would indicate that while in
every other country the rate of infant mortality is
not only low, but is declining rapidly, in India the
rate is high and remains almost constant.

Country.
U.K. ..
Sweden
Norway
Germany
U.S.A.
India   ..

In Great Britain for instance the mortality for
children between the ages of one and five years fell
from 4.59 per 1000 living in 1939 to 3.34 in 1943.

MATERNAL MORTALITY

Another) distressing element is the high death rate
among women during the reproduction period between
the ages of 15 and 45 years. Estimates of maternal
mortality in different parts of the country range from
16 to 24 per 1000 births. Highest maternal mortality
rate, 24 per thousand, was estimated by Sir John
Megaw in 1933. The estimate of 20 deaths to 1000
live births is made by the Central Advisory Board of
Health Special Committee (1937).
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